
Please place an X on the line preceding the topics you select, 


1. Data Processing Productivity 
Tentative Speaker: 


STATINTL 


y 




2., Customer Services StafÊ - What can they do for you? 

! Suqgested Speaker: 

3. Automated Information Management System (AIM). 

Suqgested Speake r 

4. Support for Analyst's File Environment (SAFE). 

I t s status, the DIA and DDI perspective. • 

Suqgested Speaker: 

5. ADA Programming Languaqe. 

Suqgested Speaker : 

6. Office of Research and Development - Current 

and planned EDP research. 

Suggested Speaker: 

7. 4C Commun ity Wide System. 

Its status and the OS's perspective 

Suggested Speaker 

8. Paper réduction goals in ODP and the, use of the 

the Xerox 9700. 

Suggested Speaker: 

9. Trends in Computing. 

Sneaker: SPD 


STATINTL 
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10. Message Processor System (MPS) - 

OverView and the DDI perspective. 

Suggested Speaker: 

11. Discussion and display of the Delta Data 7260's 

capabilities. (Tutorial and newly 
developed stand-alone Systems display.) 

Suggested Speaker: 

' 12. What does Systems Programming Division hâve planned? 

Suggested Speaker: 

13. NPIC's use of computers. 

Suggested Speaker: 

14. Microcomputers - increasing productivity in the home. 

Suggested Speaker: 

15. Technical Analysis and Display System (TADS)- 

Overview and the OSWR perspective. 

Suggested Speaker: 

16. CAMS2 - OverView 


Suggested Speaker: " 

17. Engineering Plans for the Future (including CP/M). 

Suggested Speaker: 

18. Word Processing - Agency's current and future use. 

Suggested Speaker 

19. Graphics - Current and Future use in the Agency. 

(Examples and graphie displays) 

Suggested Speaker: 

20. Computer Systems in the Community. 

(e.g., PSA, DTA, or Pentagon) 

Suggested Speaker: 
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21. Update on the enhancements which will be made to GIMS 
for the CAMS2 project. 

Suggested Speaker : 


/ 


22 , 


23, 


24, 


25, 


26. 


27, 


VM/CMS - Structure and Future. 

Speaker: 

Production Division: How can thev help you? 
Suggested Speaker: 


STATINTL 


Operations Plans for the Future. 

Suggested Speaker: 


Data Catalog 2. (What is it?) 

Suggested Speaker: 

State of the Office 

(Suggested topics to be covered): 

Speaker:_m^m^m^^|^^|[^| 

State of the Directorate. 

(Suggested topics to be covered): 


28. 

29. 

30. 


31. 


Tentative Speaker: Harry Fitzwater, PDA 
Managing Stress. 

Tentative Speaker 

Film entitled "Eïarassment in the T \ 7 orkplace" 

Uarrated by: Bd Asner 

Current volatile political situation briefing. 

(e.g. Poland, Egypt, Afghanistan, Libya) 

Speaker: PDI Analvst. 

Career Development and Personal Productivitv . 

Suggested Speaker: 


STATINTL 
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Please place an X on the line preëeding the topics you select, 


1. Data Processing Productivity 
Tentative Speaker: 


STATINTL 


2. Customer Services Staff - what can they do fôr you 

Suggested Speaker: _____ 

3. Automated Information Management System ( AIM ) . 

Suggested Speaker__ 

4. Support for Analyst's File Environment (SAFE). 

I t s status, the DIA and DDI perspective. 

Suggested Speaker: . 

5. ADA Programming Languaqe. 

Suggested Speaker: 

6. Office of Research and Development - Current 

and planned EDP research. 

Suggested Speaker: 

7. 4C Commun ity Wide System. 

Its status and the OS ' s perspective 

Suggested Speake r 

8. Paper réduction goals in ODP and the use of the 

the Xerox 9700. 


Suggested Speaker: 


9. Trends in Computing. 


Sneaker : 


STATINTL 
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10. Message Processor System (MPS) - 

OverView and the DDI perspective. 

Suggested Speaker: . 

11. Discussion and display of the Delta Data 7260's 

capabilit ies . (Tutorial and newly 
developed stand-alone Systems display.) 

Suggested Speaker: 

12. What does Systems Programming Division hâve planned? 

Suggested Speaker: 

13. NPIC's use of computers. 

Suggested Speaker: 

14. Microcomputers - increasing productivity in the home. 

Suggested Speaker: ’ 

15. Technical Analysis and Display System (TADS)- 

Overview and the OSWR perspective. 

Suggested Speaker: 


16. CAMS2 - OverView 

Suggested Speaker: 

17. Engineering Plans for the Future (including CP/M). 

Suggested Speaker: 

18. Word Processing - Agency's current and future use. 

Suggested Speaker 

10. Graphics - Current and Future use in the Agency. 
(Examples and graphie d 
Suggested Soeaker: 

20. Computer Systems in the Communitv. 

(e.g., MSA, DTA, or Pentagon) 



Suggested Speaker: 
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£ 


21 . 


Update on the enhancements which will he made to GIMS 
for the CAMS2 project. 

Suqgested Speaker: 


22 . 


23. 


24. 


25. 


26. 


VM/CMS - Structure and Future. 
Speaker: 


SPD 


STATINTL 


Production Diviâion: I-Iow can they help vou? 

éuggested Speaker: 


Operations Plans for the Future. 

i 

-Suggested Speaker: 


27. 


Data Catalog 2, (What is it?) 

Suggested Speaker: 

State of the Office 

(Suggested topics to be covered ) :_ 
Speaker 

State' of the Directorate. 

(Suggested topics to be covered) :_ 


STATINTL 


28. 


29. 


30. 


31. 


Tentative Speaker: Harry Fitzwater, PDA 
Managing Stress. 

Tentative Spea.ker:_ 

Film entitled "Harassment in the T \ T orkplace" 
Uarrated by: Ed Asner 

Current volatile political situation briefing, 
(e.g. Poland, Egypt, Afghanistan, Libya) 
Speaker: DPI Analvst. 

Career Development and Personal Productivité/ . 

Suggested Speaker: 


STATINTL 
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Additional Topics: 
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Please place an X on the line preceding the topics you select. 


£■ 

* 



1. Data Processing Productivity 

2. Customer Services Staff - What can they do for you? 

Suggested Speaker: - 

3. Automated Information Management System (AIM). 

Suggested Speaker 

4. Support for Analyst's File Environment (SAFE). 

. Its status, the DIA and DDI perspective. 

Suqgested Speaker: _ 

5. ADA Programming Languaqe. 

Suggested Speaker: 

6. Office of Research and Development - Current 

and planned EDP research. 

Suggested Speaker: 

7. 4C Commun i ty Wide System. 

Its status and the OS 's perspective 

Suggested Speake r 

8. Paper réduction goals in ODP and the use of the 

the Xerox 9700. 


Suggested Speaker: 
9. Trends in Computing. 

Sneaker : 


I, S PD 


STATINTL 
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10. Message Processor System (MPS) - 

OverView and the DDI perspective. 

Suggested Speaker: 

11. Discussion and display of the Delta Data 7260 's 

capabilities. (Tutorial and newly 
developed stand-alone Systems display.) 

Suggested Speaker: 

12. What does Systems Programming Division hâve planned? 

Suggested Speaker: 

13. NPIC's use of computers. 

Suggested Speaker: 

14. Microcomputers - increasing productivity in the home. 

Suggested Speaker: 

15. Technical Analysis and Display System (TADS)- 

Overview and the OSWR perspective. 

Suggested Speaker:__ 

16. CAMS.2 - OverView 

Suggested Speaker : 

17. Engineering Plans for the Future (including CP/M). 

Suggested Speaker: 

IP. Word Processing - Agency's current and future use. 

Suggested Speaker 

19. Graphics - Current and Future use in the Agency. 

(Examples and graphie displays) 

Suggested Speaker:_ 

20. Computer Systems in the Community. 

(e.g., MSA, DTA, or Pentagon) 

Suggested Speaker: 
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21 . 


22 . 


23. 


Update on the enhancements which will be made 
for the CAMS2 project. 

Suggested Speaker: . 

VM/CMS - Structure and Future. 

Production Division: How can thev help you? 


to GIMS 


STATINTL 


Suggested Speaker: 

24. Operations Plans for the Future. 

Suggested Speaker: 

25. Data Ca.talog 2. (What is it?) 

Suggested Speaker: 

26. State of the Office 

(Suggested topics to be covered): 

27. State of the Directorate. 

(Suggested topics to be covered): 

Tentative Speaker: Harry Fitzwater, PDA 

28. Managing Stress. 

Tentative Speaker STATINTL 

29. Film entitled "Harassment in the T \ T orkplace" 

Narrated by: Ed Asner 

30. Current volatile political situation briefing. 

(e.g. Poland, Egypt, Afghanistan, Libya) 

Speaker: DPI Analyst. 

31. Career Development and Personal Productivitv . 

Suggested Speaker: 
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Additional Topics; 
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Please place an X on the line preceding the topics you select. 



X 



1. Data Processing Productivity 
Tentative Speaker: 


STATINTL 


2. Customer Services Staff - What can they do for you? 

Suggested Speaker: 

3. Automated Information Management System (AIM). 

Suggested Speaker 


4. Support for Analyst's File Environment (SAFE). 

Its status, the DIA and DDI perspective. 

Suqgested Speaker: 

5. ADA Programming Language. 

Suggested Speaker: 


6. Office of Research and Development - Current 
and planned EDP research. 


Suggested Speaker: 

7. 4C Community Wide System. 


Its status and the OS's perspective 
Suggested Speaker 


8. Paper réduction goals in ODP and the use of the 

the Xerox 9700. 

Suggested Speaker: 

9. Trends in C omp u t i n g^^y | ^ j[_ 

Sneaker: SPD 
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& 

1 



12 . 


13. 


14. 


15. 



17. 


18. 




Message Processor System (MPS) - 

OverView and the DDI perspective. 

Suggested Speaker: 

Discussion and display of the Delta Data 7260's 
capabilities. (Tutorial and newly 
developed stand-alone Systems display.) 

Suggested Speaker: 

what dôès Systems Programming Division hâve planned? 

Suggested Speaker: 

NPIC's use of computers. 

Suggested Speaker: 

Microcomputers - increasing productivity in the home. 

Suggested Speaker: 

Technical Analysis and Display System (TADS)- 
Overview and the OSWR perspective. 

Suggested Speaker: 

CAMS2 - OverView 

Suggested Speaker: 

Engineering Plans for the Future (including CP/M). 

Suggested Speaker: 

Word Processing - Agency's current and future use. 

Suggested Speaker 

Graphics - Current and Future use in the Agency. 
(Examples and graphie displays) 

Suggested Speaker: 

Computer Systems in the Community. 

(e.g., NSA, DTA, or Pentagon) 


Suggested Speaker: 


f 
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21. Update on the enhancements which will be made to GIMS 

for the CAMS2 project. 

Suqgested Speaker: 

22. VM/CMS - Structure and Future. 

Speaker STATINTL 

23. Production Division: How'can they help you? 

Suqgested Speaker: 

24. Operations Plans for the Future. 

Suqgested Speaker: 

25. Data Catalog 2. (Whatisit?) 

Suqgested Speaker: 

26. State of the Office 

(Suggested topics to be covered): 

Speaker STATINTL 

27. State of the Directorate. 

(Suggested topics to be covered): 

Tentative Speaker: Harrv Fitzwater, PDA 

28. Managing Stress. 

Tentative Speaker STATINTL 

29. Film entitled "Harassment in the T \ T orkplace" 

Narrated by: Ed Asner 

30. Current volatile political situation briefing. 

(e.g. Poland, Egypt, Afghanistan, Libya) 

Speaker: DPI Analvst. 

31. Career Development and Personal Productivité/ . 

Suqgested Speaker: 
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Please place an X on the line preceding the topics you select, 


1. Data Processinq Productivity 


Tentative Speaker: 


STATINTL 


2. Customer Services Staff - What can they do for you? 

! Suqqested Speaker: 

3. Automated Information Management System (AIM). 

Suqqested Speaker 

4. Support for Analyst's File Environment ( SAFÈ ) . 

Its status, the DIA and DDI perspective. 

Suqqested Speaker: 

5. ADA Programming Languaqe. 

Suggested Speaker: 

6. Office of Research and Development - Current 

and planned EDP research. 


Suggested Speaker: 

7. 4C Community Wide System. 

Its status and the OS' s perspective 

Suqqested Speake r 

8. Paper réduction goals in ODP and the use of the 

the Xerox 9700. 

Suqqested Speaker: 

9. Trends in Computing. 


Soeaker : 


STATINTL 


Approved For Release 2001/08/07 : CIA-RDP83T00573R00Ô4001100Q1-8 





Approved Fc^elease 2001/08/07 : CIA-RDP83T005^0004001 10001-8 


10. Message Processor System (MPS) - 

OverView and the DDI perspective. 

Sugqested Speaker : 

11. Discussion and display of the Delta Data 7260 's 

capabilities. (Tutorial and newly 
developed stand-alone Systems display.) 

r 

Suqgested Speaker: 

12. What does Systems Programminq Division hâve planned? 
Sugqested Speaker: 

13. MP IC 1 s use of computers. 

Suqgested Speaker: 

14. Microcomputers - increasinq productivitv in the home. 

Sugqested Speaker: 

15. Technical Analysis and Display System (TADS)- 

Overview and the OSWR perspective. 

Suqgested Speaker: 

16. CAMS2 - OverView 


17. 


18. 


10 . 


Suqgested Speaker: 

Engineering Plans for the Future (includinq CP/M). 

Sugqested Speaker: . 

Word Processinq - Agency's current and future use. 
Sugqested Speaker 

Graphics - Current and Future use in the Agency. 
(Examples and graphie displays) 


- 


Suqgested Soeaker: 

20. Computer Systems in the Communitv. 

(e.a., MSA, DTA, or Pentagon) 


Sugqested Speaker: 
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Jpdate on the enhancements which will he made to GIMS 
for the' CAMS2 project. 

Suqgested Speaker: 


VM/CMS - Structure and Future. 

Speaker : 

Production Division: I-Iow can they help you? 

Suqgested Speaker: 

Operations Plans for the Future. 


STATINTL 



Suqgested Speaker: 

Data Catalog 2. (What is it?) 

Suqgested Speaker: 

State of the Office 

•(Suqgested topics to be covered): 

Speaker: 

State of the Directorate. 

(Suqgested topics to be covered): 

Tentative Speaker: Harry Fi tzwater , DDA 


Managing Stress. 


STATINTL 


Tentative Speaker: 


Film entitled "Ilarassment in the h 7 orknlace" 
darrated by: Ed Asner 

Current volatile political situation briefing, 
(e.g. Poland, Egypt, Afghanistan, Libya) 
Speaker: DPI Analvst. 

Career Development and Personal Product i vi tv . 
Suqgested Speaker: 


STATINTL 
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Additional Topics: 


f 
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Please place an X on the line preceding the topics you select. 


1. Data Processing Productivity 
Tentative Speaker: 


STATINTL 


2. Customer Services Staff - what can they do for you? 


X 


X 


Suqqested Speaker : 


j 


STATINTL 


3. Automated Information Management System (AIM). 

Suqqested Speaker 

4. Support for Analyst's File Environment (SAFÉ). 

Its status,, the DIA and DDI perspective. 

Suqgested Speaker: 

5. ADA Programming Languaqe. 

Sugqested Speaker: 

6. Office of Research and Development - Current 

and planned EDP research. 

Sugqested Speaker: 

7. 4C Commun i ty Wide System. 

Its status and the OS ' s perspective 

Suqqested Speaker 

8. Paper réduction goals in ODP and the use of the 

the Xerox 0700. 

Suqqested Speaker: 


9. Trends in Computing. 


Soeaker : 


STATINTL 
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10. Message Processor System (MPS) - 

OverView and the DDI perspective. 

Sugqested Speaker: 

11. Discussion and display of the Delta Data 7260's 

capabilities. (Tutorial and newly 
developed stand— alone Systems display.) 

1 

Suggested Speaker: 

12. Khat does Systems Programming Division hâve planned? 
Suggested Speaker: 

13. MP IC' s use of computers. 

Suggested Speaker: 

14. Microcomputers - increasing productivity in the home. 

Suggested Speaker: 

15. Technical Analysis and Display System (TADS)- 

Overview and the OSWR perspective. 

Suggested 3peaker:__ 

16. CAMS2 - OverView 

< M 

Suggested Speaker: 

17. Engineering Plans for the Future (including CP/M). 

Suggested Speaker: 

18. Word Processing - Agency's current and future use. 

- 0 "" 

Suggested Speaker 

10. Graphics - Current and Future use in the Agencv. 
(Examples and graphie displays) 

Suqgested Sneaker: 

40. Computer Systems in the Community. 

(e.q., MSA, DTA, or Pentagon) 

Suqgested Speaker: 
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21 . 


22 . 


23. 


24. 


25. 


26. 


27. 


Update on the enhancements which will be made to GIMS 
for the‘ CAMS2 project. 

Suqgested Speaker: ■ 


VM/CMS - Structure and Future. 

Speaker : 

Production Division: I-Iow can thev help you? 
Suqgested Speaker: 


STATINTL 


Operations Plans for the Future. 

Suqgested Speaker: 


Data Catalog 2. (What is it?) 

Suqgested Speaker: 

State of the Office 


• (Suqgested topics to be covered ) : 


Speaker 

State of the Directorate. 

(Suqgested topics to be covered): 


STATINTL 


28. 


29. 


30. 


31. 


Tentative Speaker: iîarrv Fitzwater, PDA 

Managing Stress. STATINTL 

Speaker 

Film entitled "Ilarassment in the Vorknlace" 
Uarrated by: Ed Asner 

Current volatile political situation briefinq. 
(e.g. Poland, Egypt, Afghanistan, Libya) 
Speaker: DPI Analvst. 

Career Development and Personal Productivité/ . 
Suqgested Speaker: 
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Additional Top i es: 
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Please place an X on the line preceding the topics you select. 


1 



X 


0 - 



1 . 


2 . 


Data 


Processing Productivity 
Tentative Speaker: 


STATINTL 



Customer Services Staff - What can they do for you? 


Suggested Speaker: . 

3. Automated Information Management System (AIM). 

Suggested Speaker 

4. Support for Analystes File Environment (SAFE). 

Its status, the DIA and DDI perspective. 

Suqgested Speaker: 

5. ADA Programming Languaqe. 

Suggested Speaker : 

6. Office of Research and Development - Current 

and planned EDP research. 

Suggested Speaker: 

7. 4C Community Wide System. 

Its status and the OS' s perspective 

Suggested Speaker 

8. Paper réduction goals in ODP and the use of the 

the Xerox 9700. 

Suggested Speaker: 

9. Trends in Computing. 

Speaker: STATINTL 
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10. Message Processor System (MPS) - 

OverView and the DDI perspective. 

Suggested Speaker: 

11. Discussion and display of the Delta Data 7260's 

capabilities. (Tutorial and newly 
developed stand-alone Systems display.) 

Suggested Speaker: 

12. What does Systems Programming Division hâve planned? 

Suggested Speaker: 

13. MPIC's use of computers. 

Suggested Speaker: 

14. Microcomputers - increasing productivity in the home. 

Suggested Speaker: 

15. Technical Analysis and Display System (TADS)- 

Overview and the OSWR perspective. 

Suggested Speaker:_ 

16. CAMS2 - OverView 

Suggested Speaker: 

17. Engineering Plans for the Future (including CP/M). 

Suggested Speaker: 

IP. Word Processing - Agency's current and future use. 

Suggested Speaker 

19. Graphics - Current and Future use in the Agency. 

(Examples and graphie displays) 

Suqgested Soeaker: 

20. Computer Systems in the Communitv. 

(e.g., MSA, DIA, or Pentagon) 

Suggested Speaker: 
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21. Update on the enhancements which will be made to GIMS 
for the CAMS2 project. 

Suqgested Speaker: 


22. VM/CMS - Structure and Future. 

e a r : 


SPD 


STATINTL 


23. Production Division: I-Iow can thev help you? 

Suqgested Speaker: 


24. Operations Plans for the Future, 
Suqgested Speaker: 


25. Data Catalog 2. (What is it?) 

Suqgested Speaker: 

26. State of the Office 

(Suggested topics to be covered): 

Speaker 

27. State of the Directorate. 

(Suggested topics to be covered): 

Tentative Speaker: Harry Fitzwater, PDA 

28. Managing Stress. 

Speaker 

29. Film entitled "Harassment in the !\ 7 orkplace" 

Narrated by: Ed Asner 

30. Current volatile political situation briefing. 

(e.g. Poland, Eqypt, Afghanistan, Libya) 
Speaker: DPI Analvst. 

31. Career Development and Personal Productivitv . 

Suggested Speaker: 


STATINTL 


OTE STATINTL 
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Additional Topics: 
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Please place an X on the line precedinq the topics you select. 


1 . 



2 . 



3. 



5. 


6 . 


Data Processinq Productivity 
Tentative Speaker: 

Customer 'Services Staff - What can they do for you? 

Suqqested Speaker: 

Automated Information Manaqement System (AIM). 

Suqqested Speaker 

Support for Analyst's File Environment (SAFE). 

Its status, the DIA and DDI perspective. 

Suqqested Speaker: 

ADA Proqramminq Lanquaqe. 

Suqqested Speaker: 

Office of Research and Development - Current 
and planned EDP research. 



STATINTL 



Suqqested Speaker: 

7. 4C Commun i ty Wide System. 

Its status and the OS ' s perspective 

Suqqested Speaker 

8. Paper réduction qoals in ODP and the use of the 

the Xerox 0700. 


Suqqested Speaker: 

9. Trends in Computinq. 

Speaker: 


STATINTL 
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10 . 


K 


X. 




Message Processor System (MPS) - 

OverView and the DDI perspective. 
Suggested Speaker: 


11 . 


Discussion and display of the Delta Data 7260's 
capabilities. (Tutorial and newly 
developed stand-alone Systems display.) 


Suggested Speaker: 


12 , 


13. 


•14. 


15. 


16. 


17. 


18. 


18. 


20 . 


What does Systems Programming Division hâve planned? 

Suggested Speaker :_ 

dPIC’s use of computers. 

Suggested Speaker: 

Microcomputers - increasing productivity in the home. 

Suggested Speaker: 

Technical Analysis and Display System (TADS)— 

OverView and the OSWR perspective. 

Suggested Speaker: 

CAMS2 - OverView 

Suggested Speaker: 


engineering Plans for the Future (including CP/M). 
Suggested Speaker: 


Word Processing - Agency’s current and future use. 
Suggested Speaker 


Graphics - Current and Future use in the Agencv. 
(Examples and graphie displays) 

Suggested Sneaker: 


Computer Systems in the Community, 
(c.o.f PSA, DIA, or Pentagon) 
Suggested Speaker: 
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Update on the enhancements which will he made to GIMS 
for the CAMS2 project. 

Suqgested Speaker: 

VM/CMS - Structure and Future. 


Speaker : 

Production Division: TIow can they help you? 

Suqqested Speaker: 

Operations Plans for the Future. 


STATINTL 


Suqqested Speaker: 

Data Catalog 2. (What is it?) 

Suqgested Speaker: 

State of.the Office 

(Suqqested topics to be covered): 

Speaker: 

State of the Directorate. 

(Suqqested topics to be covered): 

Tentative Speaker: Harry Fitzwater, DDA 


STATINTL 


''tanaqi ng Stress. 


STATINTL 


Tentative Speaker: 


Film entitled "Elarassment in the h’orkplace" 
Uarrated by : Ed Asner 

Current volatile political situation briefing, 
(e.g. Poland, Fqynt, Afghanistan, Libya) 
Sneaker: DPI Analvst. 

Career Development and Personal Productivité/ . 

Suqqested Speaker: 


?Y^v\vvv- ; 
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Please place an X on the line precedinq the topics you select. 


y 




jL 


1. Data Processinq Productivity 

2. Customer Services Staff - What can they do for you? 

Suqqested Speaker: 

3. Automated Information Management System (AIM). 

Suqqested Speaker 


STATINTL 


4. Support for Analyst's File Rnvironment (SAPE) 

Its status,, the DIA and DDI perspective. 

Suqqested Speaker: 

5. ADA Proqramming Lanquaoe. 

Suqqested Speaker: 


6. Office of Research and Development -- Cu r re r rt — 

a-nd— p-tamrred EDP re îïcm r ch . — t£ o P p*Ti^<><prj > t 

Suqqested Speaker: 


7. 4C Commun i ty Wide System. 

Its status and the OS ' s perspective 
Suqqested Speaker 



8. Paper réduction qoals in OP? and the use of the 

the Xerox 0700. 

Suqqested Speaker: 

9. Trends in Computinq. 

Speaker : STATINTL 
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10 . 




JC 


'V 


Message Processor System (MPS) - 

OverView and the DDI perspective 
Suggested Speaker : 


11 . 


Discussion and display of the Delta Data 7260's 
capabili ties . (Tutorial and newly 

developed stand-alone Systems display.) 

Suggested Speaker: 


STATINTL 


12 . 


13. 


•14. 


15. 


16. 


17. 


IP. 


10 . 


20 . 


FThat does Systems Programminq Division hâve planned? 
Suggested Speaker: 
dPIC's use of computers. 

Suggested Speaker: 

Microcomputers - increasinq productivity in the home. 

Suggested Speaker: 

Technical Analysis and Display System (TADS)- 
Overview and the OSWR perspective. 

Suggested Speaker:_ 

CAMS2 - OverView 

Suggested Speaker: 


Engineering Plans for the Future (including CP/M). 
Suggested Speaker: 


Aord Processing — Agency's current and future use. 
Suggested Speaker 


Graphics - Current and Future use in the Aqencv. 
(Examples and graphie displays) 

Suggested Sneaker: 


Computer Systems in the Community 
(e.q., PSA, DIA, or Pentagon) 
Suggested Speaker: 
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21 . 


A 


Update on the enhancenents which will be made to UIMS 
for the CA MS 2 project. 

Suqqested Speaker: ■ 


2 2 . 


23. 


24. 


25. 


VM/CMS - Structure and Future. 

Speaker 

Production Division: îlow can they help you? 

Suqqested Speaker: _ 


STATINTL 


Operations Plans for the Future. 

Suqqested Speaker: 


y 26. 


X 27. 


Data Cataloq 2. (What is it?) 

Suqqested Speaker: 

State of.the Office 

(Suqqested topics to be covered) :_ 

State of the Directorate. 

(Suqqested topics to be covered) 


STATINTL 


28, 


X 29. 


30, 


31. 


Tentative Speaker: ITarry Fitzwater, PDA 
Manaqinq Stress. 

Speaker 

Film entitled "Ilarassment in the T \’orkplace" 
Marrated by: Fd Asner 

Current volatile political situation briefinq. 
(e.g. Poland, Eqypt, Afghanistan, Libya) 
Sneaker: DPI Analvst. 

Career Development and Personal Productivité/ . 

Suqqested Speaker : 


STATINTL 


WVÀ v\ ■ v •- <. -'J A o ; 

\ 
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Please place an X on the line precedinq the tonies you select. 

1. Data Processinq Productivity 

2. Customer 'Services Staff - What can they do for you? 

Suqqested Speaker: 

3. Automated Information Manaqement System (ATM). 

Suqqested Speaker 

4. Support for Analyst's File Environment (SAFE). 

Its status, the DIA and DDI perspective. 

Suqqested Speaker: 

5. ADA Proqramming Languaqe. 

Suqqested Speaker: 

6. Office of Research and Development - Current 

and planned EDP research. 

Suqqested Speaker: 

7. 4C Commun i ty Wide System. 

Its status and the OS's perspective 

Suqqested Speaker 

8. Paper réduction qoals in ODP and the use of the 
the Xerox 9700. 

Suqqested Speaker: 

9. Trends in Computinq. 

Speaker : STATINTL 
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10. Message Processor System (MPS) - 

OverView and the DDI perspective. 

Suggested Speaker : 

11. Discussion and displav of the Delta Data 7260's 

capabilities . (Tutorial and newly 
developed stand-alone Systems display.) 

Suggested Speaker: 

12. What does Systems Programminq Division hâve planned? 
Suggested Speaker: 

13. 4P IC ' s use of computers. 

Suggested Speaker: 

•14. Microcomputers - increasing nroductivity in the home. 
Suggested Speaker: 

15. Technical Analysis and Displav System (TADS)- 

Overv i ew and the OSWR perspect ive . 

Suqgested Speaker: 

16. CAMS2 — OverView 

Suggested Speaker: 

17. Engineering Plans for the Future (including CP/M). 

Suggested Speaker: 

18. Word Processing - Agencÿ's current and future use. 

Suggested Speaker 

10. Graphics - Current and Future use in the Agencv. 
(Examples and graphie displays) 

Suqgested Speaker: 

20. Computer Systems in the Commun itv. 

( e . a. , PSA, DTA, or Pentagon) 

Suggested Speaker: 


Approved For Release 2001/08/07 : CIA-RDP83T00573R000400110001-8 


Approved For^lease 2001/08/07 : CIA-RDP83T0057^p004001 10001-8 


21 . 


X 


1 


Update on the enhancements which will de ma de to SIMS 
for the CAMS2 project. 

Suqqested Speaker: 


22 . 


23. 


24. 


25. 


26. 


27. 


JL 2! 


X 


29, 


30. 


31 


VM /CMS - Structure and Future. 

Speaker : 

Production Division:' lïow can they help you? 

Suqqested Speaker: 


STATINTL 


Operations Plans for the Future. 

Suqqested Speaker: 


Data Catalog 2. (What is it?) 

Suqqested Speaker: 

State of.the Office 

(Suqqested topics to be covered):_ 
Spe ake r : 

State of the Directorate. 

(Suqqested topics to be covered) :_ 


STATINTL 


Tentative Speaker: U.arry Fi tzwater , PDA 
Managing Stress. STATINTL 

Speaker 

Film entitled "îlarassraent in the h’orkplace” 
Uarrated by: Fd Asner 

Current volatile political situation briefing, 
(e.g. Poland, Eqvpt, Afghanistan, Libya) 
Speaker: D PI Analvst, 

Career oevelopnent and Personal Product ivitv . 

Suqqested Speaker: 


?\X X \< » (. -.O -\ o r.s. ; 
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place an X on the line precedinq the topics you select. 


1 . 


Data Processinq Productivity 


STATINTL 


Tentative Speaker: 



2. Customer Services Staff - What can they do for you? 

■ Suqqested Speaker : 

3. Automated Information Management System ( AIM ) . 

Suqqested Speake r 

4. Support for Analyst's File Environment (SAFÉ). 

1 1 s status,, the DIA and DDI perspective. 

Suqqested Speaker ___ 

5. ADA Programming Languaqe. 

Suqqested Speaker 

6. Office of Research and Development - Current 

and planned EDP research. 

5 

Suqqested Speaker: 

7. 4C Commuai ty Wide System. 

Its status and the OS ' s perspective 

Suqqested Speake r 

S. Paper réduction qoals in ODP and the use of the 
the Xerox 9700. 

Suqqested Speaker :_ 

9. Trends in Computing. 

Speaker: STATINTL 
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10. Message Processor System (MPS) - 

OverView and the DDI perspective. 

Sugqested Speaker: 

11. Discussion and display of the Delta Data 7260's 

capabilities. (Tutorial and newly 
developed stand-alone Systems display.) 

Sugqested Speaker: 

12. What does Systems Programming Division hâve planned? 

Sugqested Speaker: 

13. MPIC's use of computers. 

Sugqested Speaker: 

14. Microcomputers - increasing productivitv in the home. 

Sugqested Speaker: 

15. Technical Analysis and Display System (TADS)- 

Overview and the OSWR perspective. 

Sugqested Speaker: , 

16. CAMS2 - OverView 

1 

Sugqested Speaker: 

17. Engineering Plans for the Future (includinq CP/M). 

Sugqested Speaker: 

IB. Word Processing - Agency's current and future use. 

Sugqested Speaker 

19. Graphics - Current and Future use in the Agencv. 
(Examples and graphie displays) 

Sugqested Sne ake r 

- n - Computer Systems in the Commun itv. 

(e.g., MSA, DTA, or Pentagon) 

Sugqested Speaker: 


STATINTL 
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21 . 


Update on the enhancements which will he made to GIMS 
for the’ CAMS2 project. 

Suqqested Speaker: 


22 . 


23. 


24. 


25. 


26. 


VM /CMS - Structure and Future. 


SPD 


STATINTL 


Production Division: îlow can thev help you? 
Suqqested Speaker: 


Operations Plans for the Future. 

Suqqested Speaker: 


21 . 


Data Catalog 2. (What is it?) 

Suqgested Speaker: 

State of the Office 

.(Suqqested topics to be covered): 
Spe ake r 

State of the Directorate. 

(Suqqested topics to be covered): 


STATINTL , 


28. 


29. 


30. 


31. 


Tentative Speaker: Harrv Fitzwater, PDA 
Managing Stress. 

Speaker 

Film entitled "Harassment in the h T o rknlace" 
Uarrated by: Ed Asner 

Current volatile political situation briefinq. 
(e.g. Poland, Eqvnt, Afghanistan, Libya) 
Speaker: PDI Analyst. 

Career Development and Personal Productivitv . 
Suqqested Speaker: 


STATINTL 
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Aclditional Topics; 
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Please place an X on the line preceding the topics you select, 


1 /" 1. Data Processinq Productivity 


STATINTL 



Tentative Speaker: 

2. Customer Services Staff - What can they do for you? 

Suqqested Speaker: 

3. Automated Information Management System (AIM). 

Suqqested Speaker 


4. Support for Analyst's File Environment (SAFE). 

Its status, the DIA and DDI perspective. 

Suqqested Speaker: 

5. ADA Proqr ammi ng Languaqe. 

Suqqested Speaker: 


6. Office of Research and Development - Current 
and planned EDP research. 


Suqqested Speaker: 

7. 4C Commun i ty Wide System. 


Its status and the OS ' s perspective 
Suqqested Speaker 


8. Paper réduction qoals in OPP and the use of the 

the Xerox 9700. 

Suqqested Speaker: 

9. Trends in Computing. 

Soeaker: S PD STATINTL 
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10. Message Processor System (MPS) - 

OverView and the DDI perspective. 

Suqgested Speaker:_ 

11. Discussion and display of the Delta Data 7260's 

capabilit ies . (Tutorial and newly 
developed stand— alone Systems disnlay.) 

Suqgested Speaker: 

12. What does Systems Programminq Division hâve planned? 
Suqgested Speaker: 

13. dPIC's use of computers. 

Suqgested Speaker: 

•14. Microcomputers - increasinq productivity in the home. 
Suggested Speaker: 

15. Technical Analysis and Displav System (TADS)— 

OverView and the OSWR perspective. 

Suqgested Speaker: 

16. CAMS2 — OverView 

Suqgested Speaker: 

17. Engineering Plans for the Future (including CP/M). 

Suqgested Speaker: 

IP. Word Processing - Agency's current and future use. 

Suqgested Speaker 

10. Graphics - Current and Future use in the Aqencv. 
(Examples and graphie displays) 

Suqgested Sneaker: 

k0. Computer Systems in the Community. 

( e . a . , MSA, DIA, or Pentaqon) 

Suqgested Speaker: 
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21 , 


Update on the enhancements v/hich will he made to GIMS 
for the CAMS2 project. 

Suqgested Speaker: 


22 . 


23. 


24. 


25. 


26. 


VM/CMS - Structure and Future. 
Speaker: 


I, SPD 


STATINTL 


Production Division: îlow can thev help you? 

Sungested Speaker: 


Operations Plans for the Future. 

Suggested Speaker: 


27. 


Data Catalog 2. (What is it?) 

Suqgested Speaker: 

State ofthe Office 

(Suggested topics to be covered): 
Speaker 

State of the Directorate. 

(Suggested topics to be covered) :_ 


STATINTL 


> 8 . 


29. 


30. 


Tentative Speaker: Uarry Fitzwater, PDA 
Ihanagi ng Stress. STATINTL 


31. 


Tentative Speaker 

Film entitled "Harassment in the Vorkolace" 
Marrated by : Ed Asner 

Current volatile political situation briefing, 
(e.g. Poland, Fqypt, Afghanistan, Libya) 
Speaker: DPI Analvst. 

Career Development and Personal Productivité/ . 

Suggested Speaker: 


, OTF 


ÎY-VA v\ » c J -\ o o,v es» ; 
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Please place an X on the line precedinq tlie topics you select. 


X 


* 


1. Data Processinq Productivity 

Tentative Speaker: 

STATINTL 

2. Customer 'Services Staff - what can they do for you? 

Suqqested Speaker: 

3. Automated Information Management System ( A IM ) . 

Suqqested Speaker 

4. Support for Analyst's File Environment (SAFE). 

Its status, the DIA and DDI perspective. 

Suqqested Speaker: 

5. ADA Proqramming Languaqe. 

Suqqested Speaker: 

6. Office of Research and Development - Current 

and planned EDP research. 

Suqqested Speaker: 

7. 4C Commun i ty Wide System. 

Its status and the OS ' s perspective 

Suqqested Soeaker 

8. Paper réduction qoals in ODP and the use of the 

the Xerox 9700. 


Suqqested Speaker: 

9. Trends in Computinq. 

Speaker: STATINTL 
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10. Message Processor System (MPS) - 

OverView and the DDI perspective. 

Suqqested Speaker: 

11. Discussion and display of the Delta Data 7260's 

capabilities. (Tutorial and newly 
developed stand-alone Systems display.) 

Suggested Speaker: 

12. What does Systems Programminq Division hâve planned? 
Suqqested Speaker: 

13. 4P IC 1 s use of computers. 

Suqqested Speaker: 

•14. Microcomputers - increasinq productivity in the home. 
Suggested Speaker: 

15. Technical Analysis and Di s play System (TADS)- 

Overview and the OSWR perspective. 

Suqqested Speaker: 

16. CAMS2 - OverView 

Suqqested Speaker: 

17. Engineering Plans for the Future (including CP/M). 

Suggested Speaker: 

18. Word Processing - Agency's current and future use. 

Suqqested Speaker 

10. Graphics - Current and Future use in the Aqencv. 
(Examples and graphie displays) 

Suqqested Sneaker: 

20. Computer Systems in the Commun itv. 

(e.q., “ISA, DTA, or Pentagon) 

Suqqested Speaker: 


Approved For Release 2001/08/07 : CIA-RDP83T00573R000400110001-8 


Approved FoAlease 2001/08/07 : CIA-RDP83T005^P0004001 1 0001-8 


/® 0 ( 



21. Update on the enhancenents which will he made to OIMS 
for the CAMS2 project. 

Sugqested Speaker: 


2 MS - Structure and Future. 


Speaker : 


23. Production Division: îlow can thev help you? 

Suqgested Speaker: 

24. Operations Plans for the Future. 

Sugqested Speaker: 

25. Data Catalog 2. (What is it?) 

Suqgested Speaker: 

26. State of the Office 


STATINTL 


(Suqgested topics to be covered): 


, ■ Speaker: 

) 27. State of the Directorate. 


STATINTL 


(Suqgested topics to be covered): 

Tentative Speaker: lîarrv Fitzwater, PDA 


28. Managing Stress. 


STATINTL 


Tentative Speaker: 


29. Film entitled "Harassment in the T Vorkolace" 

Uarrated by: Ed Asner 

30. Current volatile political situation briefing, 

(e.g. Poland, Fgynt, Afghanistan, Libya) 

S ne ake r : PDI An a lys t. 

31. Career Development and Personal Product ivity . 

Sugqested Speaker: 


?Wkv \'. v> < A ‘\ o q\ o. ; 
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Please place an X on the line precedinq the topics you select. 


1 . 



? 


3. 



5 . 


Data Processinq Productivity STATINTL 
Tentative Speaker: 

Customer 'Services Staff - i' ] hat can they do for you? 

Suqqested Speaker: 

Automated Information Management System (AIM). 

Suqqested Speaker 

Support for Analyst's File Environment (SAFE). 

Its status, the DIA and DDI perspective. 

Suqqested Speaker: 

ADA Proqramming Lanquacje. 



Suqqested Speaker: 

6. Office of Research and Development - Current 
and planned EDP research. 



Suqqested Speaker: 
4C Commun i ty Wide System. 


Its status and the OS' s perspective 


Suqqested Speaker 

S. Paper réduction qoals in OOP and the use of the 
the Xerox 0700. 


Suqqested Speaker: 

9. Trends in Computinq. 

Speaker: 


STATINTL 
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10. Message Processor System (MPS) - 

OverView and the DDI perspective. 

Suggested Speaker: 

11. Discussion and display of the Delta Data 7260's 

capabilities. (Tutorial and newly 
developed stand-alone Systems display.) 

Suggested Speaker: 

12. Khat does Systems Programminq Division hâve planned? 
Suggested Speaker: 

13. dPIC's use of computers. 


•14. 


✓ 


15. 


z 

Z 


16. 

17. 


IP. 


10 . 


Suggested Speaker: 

Microcomputers - increasing productivity in the home. 

Suggested Speaker: 

Technical Analysis and Display System (TADS)— 

OverView and the OSWR perspective. 

Suggested Speaker: 

CAMS2 - OverView 

Suggested Speaker: 

Engineering Plans for the Future (including CP/M). 
Suggested Speaker: 

Word Processing - Agency's current and future use. 
Suggested Speaker 

Graphics - Current and Future use in the Agencv. 
(Examples and graphie displays) 


Suggested Snealcer: 

20. Computer Systems in the Commun itv. 

(c.o., r TSA, DTA, or Pentarion ) 


Suggested Speaker: 


Approved For Release 2001/08/07 : CIA-RDP83T00573R000400110001-8 


Approved For^pease 2001/08/07 : CIA-RDP83T0057^004001 1 0001-8 


21 . 






22 . 


23. 


24. 


25. 


26, 


27. 




31, 


Update on the enhancenents v/hich will be made to GIMS 
for the CA MS 2 Project. 

Suqgested Speaker: 


VM/CMS - Structure and Future. 
Speaker : 


, SPD 


STATINTL 


Production Division: How can they help you? 

Suqqested Speaker: 


Operations Plans for the Future. 

Sugqested Speaker: 


Data Catalog 2. (What is it?) 

Suqqested Speaker: 

State of.the Office 

(Suqgested topics to be covered) 
Spe ake r : 

State of the Directorate . 

(Suqgested topics to be covered) :_ 


STATINTL 


> 8 . 


29, 


Tentative Speaker: Uarrv Fitzwater, PDA 

Managing Stress. STATINTL 

Tentative Speaker: OTF 


>y 3n. 


Film entitled "Uarassment in the To rknlace" 
Marrated by : Ed Asner 

Current volatile political situation briefing, 
(e.q. Roland, Fqypt, Afghanistan, Libya) 

S ne ake r : PDI Analvst. 

Career Development and Personal Productivité/ . 

Suqqested Speaker: 
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Please place an X on the line precedinq the topics you select. 


X- >• 

2 . 

X 

«r. 



^ . 


Pat a 


Processinq Productivity 
Tentative Speaker: 



STATINTL 


Custoîner 'Services Staff - Th a t can they do for you? 

Suqqested Speaker: 

Automated Information Management System (AIM). 

Suqqested Speaker 

Support for Analyst's File Environment (SAFE). 

Its status, the DIA and DPI perspective. 

Suqqested Speaker: 

ADA Proqramming Languaqe. 

Suqqested Speaker: 

Office of Research and Development - Current 
and planned EDP research. 


Suqqested Speaker: 

4C Commun i ty Wide System. 

Its status and the OS ' s perspective 

Suqqested Sneaker 

ÿf. Paper réduction qoals in ODP and the use of the 
the Xerox 9700. 


Suqqested Speaker: 

9. Trends in Computinq. 

Sneaker: STATINTL 


? 
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10. Message Processor System (MPS) - 

OverView and the DDI perspective. 


Suqgested Speaker: 


Discussion and displav of the Delta Data 7260's 
capabilities. (Tutorial and newly 
developed stand— alone Systems disolay.) 


K 12 . 

^ 13. 


Suqgested Speaker: 

What does Systems Proqramminq Division hâve planned? 

Speaker ' ST ATI NTL 

dPIC's use of computers. 


Suqgested Speaker: 

Micro computers — increasinq product ivi ty in the home. 

Suqgested Speaker: 

Technical Analysis and Displav System (TADS)- 
Overview and the OSWR perspective. 

Suqgested Speaker: 

Vf. CAMS2 - OverView 


Suqgested Speaker: 

Engineering Plans for the Future (including CP/M). 
Suqgested Speaker: 

1«^. ^'ord Processing - Agency's current and future use. 




10 . 



Suqgested Speake r 

Graph i es — Current and Future use in the Agency. 
(Examples and graphie displays) 

Suqgested Snealce r : 


Computer Systems in the Commun ity. 
( c • q ■ r PSA, OTA, or Pentanon) 
Suqgested Speaker: 


f 
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Update on the enhancements which will be made to OINS 
for the CAMS2 Project. 

Suggested Speaker: 


_*L 22. VM/CMS - Structure and Future. 

Speaker : 

Production Division:' IIow can thev help you? 

Sungested Speaker: 

3*?. Operations Plans for the Future. 

Suggested Speaker: 

2^. Data Catalog 2. (What is it?) 

Suggested Speaker: 

26. State of.the Office 

(Suggested topics to be covered): 

■ Speaker: 


STATINTL 


STATINTL 


28. 


State of the Directorate. 

(Suggested topics to be covered): 

Tentative Speaker: Harry Fitzwater, PDA 
Managing Stress. 

Tentative Speaker: 

Film entitled "Harassment in the Work place" 

Narra ted by: Ed Asner 

Current volatile political situation briefing, 
(e.g. Poland, Egynt, Afghanistan, Libya) 
Soeaker: DPI Analvst. 

Career Development and Personal Productivité/ . 

Suggested Speaker: 


STATINTL 


?Y-V\ v\< v » 4 o ; 
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Please place an X on the line precedinq the topics you select, 

X 1. Data Processinq Productivity 

Speaker: 


X. 


XI 


STATINTL 


2 . 


3. 


4. 


5 . 


6 . 


8 . 


Customer Services Staff - What can they do for you? 

Suqqested Speaker: 

Automated Information Management System (ATM). 

Suqqested Speaker 


Support for Analyst's File Environment ( SAFÈ ) . 
1 1 s status,,, the DIA and DDI perspective. 

Suqqested Speaker: 

ADA Programming Languaqe. 

Suqqested Speaker: 


Office of Research and Development - Current 
and planned EDP research. 


Suggested Speaker:^ 
4C Commun ity Wide System. 


Its status and the OS ' s perspective 
Suqqested Speaker 


Paper réduction goals in OOP and the use of the 
the Xerox 9700. 

Suqqested Speaker: 

Trends in Computing. 


Soeaker : 


5 PD 


STATINTL 
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10. Message Processor System (MPS) - 

OverView and the DDI perspective. 

Sugqested Speaker : 

11. Discussion and display of the Delta Data 7260's 

capabilities. (Tutorial and newly 
developed stand-alone Systems display.) 

1 

Suggested Speaker: 

12. What does Systems Programminq Division hâve planned? 

Suggested Speaker : • 

13. NPIC's use of computers. 

* Suggested Speaker: 

14. Microcomputers - increasing productivity in the home. 

Suggested Speaker : 

15. Technical Analysis and Display System (TADS)- 


Overview and the OSWR perspective. 
Suggested Speaker: . 


16. 

CAMS2 - OverView 


« 


Suggested 

1 

Speaker: 

17. 

Engineering Plans 

for the Future (including CP/M). 



Suggested 

Speaker: 


IP. 

Word Processing - 

Suggested 

Agency's current and future use. 

Speaker 


10. 

Graphics - Current 

and Future use in the Agencv. 



{Examples and graphie displays) 
Suggested Sneaker: 


20. Computer Systems in the Communitv. 

(e.g., DS A, DTA, or Pentaqon) 
Suggested Speaker: 
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21 . 


Xf 22 . 




23. 


24 


25. 


26. 


X 2 


27. 


X 

X 


Update on the enhancements which will he made to GIMS 
for the' CA MS 2 Project. 

Suqqested Speaker: 


VM/CMS - Structure and Future. 
Speaker: 


, SPD 


STATINTL 


Production Division: How can they help you? 

Suqgested Speaker: 


Operations Plans for the Future. 

Suqqested Speaker: 


Data Catalog 2. (What is it?) 

Suqgested Speaker: 

State of the Office 

•(Suqgested topics to be covered): 
Speaker 

State of the Directorate. 

(Suqgested topics to be covered): 


STATINTL 


28. 


29. 


30, 


31. 


Tentative Speaker: Harry Fitzwater, PDA 
Managing Stress. 

Speaker 

Film entitled "Harassment in the A’orkplace" 

Uarrated by: Ed Asner 

Current volatile political situation briefing. 

(e.g. Poland, Eqypt, Afghanistan, Libya) 

Speaker: DPI Analyst. 

Career Development and Personal Productivity . 

Suqqested Speaker: 


STATINTL 
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place an X on the line precedinq the topics you select. 

1. Data Processinq Productivity 

Tentative Speaker: 

>-\ 

2. Customer Services Staff - What can they do for you? 

1 Suqqested Speaker: 

3. Automated Information Management System (AIM). 

Suqqested Speaker 

4. Support for Analyst's File Environment (SAFÈ). 

Its status,, the DIA and DDI perspective. 

Suqqested Speaker: 

5. ADA Programming Languaqe. 

Suqqested Speaker: 

6. Office of Research and Development - Current 

and planned EDP research. 

t 

Suqqested Speaker: 

7. 4C Commun i ty Wide System. 

Its status and the OS' s perspective 

Suqqested Speaker 

8. Paper réduction qoals in ODP and the use of the 

the Xerox 9700. 

Suqqested Speaker: 

9. Trends in Computing. 

Speaker: STATINTL 
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10. Message Processor System (MPS) - 

OverView and the DDI perspective. 

Suqqested Speaker : 

11. Discussion and display of the Delta Data 7260's 

capabilities. (Tutorial and newly 
developed stand-alone Systems display.) 

1 

Suqgested Speaker: 

12. What does Systems Programminq Division hâve planned? 
Suqgested Speaker: ' 

13. NPIC's use of computers. 

Suqgested Speaker: 

14. Microcomputers - increasinq productivity in the home. 

Suggested Speaker: 

15. Technical Analysis and Display System (TADS)- 

Overview and the OSWR perspective. 

Suqqested Speaker: 

16. CAMS2 - OverView 

‘ » 

Suqgested Speaker: 

17. Engineerinq Plans for the Future (includinq CP/M). 

Suqqested Speaker:_ 

IP. Word Processinq - Agency's current and future use. 

- 0 ~ 
Suggested Speaker 

19. Graphics - Current and Future use in the Agency. 

(Examples and graphie displays) 

Suqgested Soeaker: 

20. Computer Systems in the Communitv. 

( e . et . f MSA, DTA, „ or Pentaqon) 

Suqqested Speaker: 
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21. Update on the enhancements which will he made to GIMS 

for the' CAMS2 project. 

Suqgested Speaker: 

22. VM/CMS - Structure and Future. 

Speaker STATINTL 

23. Production Division: îlow can they help you? 


Suggested Speaker: 

24. Operations Plans for the Future. 

Suggested Speaker: 

25. Data Catalog 2. (What is it?) 

Suggested Speaker: 

26. State of the Office 


(Suggested topics to be covered): 
Spe ake r 

27. .State of the Directorate. 

(Suggested topics to be covered): 


STATINTL 


Tentative Speaker: Tiarry Fitzwater, PDA 
28. Managing Stress. 


Tentative Speaker :_ 

29. Film entitled "Ilarassment in the r \ 7 orkplace" 

Narrated by: Ed Asner 

30. Current volatile political situation briefinq. 

(e.g. Poland, Egypt, Afghanistan, Libya) 
Speaker: DPI Analvst. 

31. Career Development and Personal Product ivi tv . 

Suggested Speaker: 


, OTE 


STATINTL 
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Please place an X on the line precedinq the topics you select, 


1. Data Procession Productivity 


Tentative Speaker: 


STATINTL 


Customer Services Staff - What can they do for you? 

Suqgested Speaker: 

Automated Information Management System. ( AIM ) . 

Suqqested Speaker 

Support for Analyst's File Environment (SAFÈ). 

Its status,,, the DIA and DDI perspective. 

Suqgested Speaker: 

ADA Programming Languaqe. 

Suqgested Speaker: 

Office of Research and Development - Current 
and planned EDP research. 

î 

Suqgested Speaker: 

4C Commun i ty Wide System. 

Its status and the OS' s perspective 

Suqqested Speaker 

Paper réduction qoals in ODP and the use of the 
the Xerox 9700. 

Suqqested Speaker: 

Trends in Computing. 


Sneaker : 


STATINTL 


Approved For Release 2001/08/07 : CIA-RDP83T00573R000400110001-8 





Approved ForHease 2001/08/07 : CIA-RDP83T00573«fl00400110001-8 


10 . 


11 . 


.12 


13. 


14. 


15. 


16. 

17. 


IP. 


10 . 


Message Processor System (MPS) - 

OverView and the DDI perspective. 

' Suggested Speaker: 

Discussion and display of the Delta Data 7260's 
capabilities. (Tutorial and newly 
developed stand-alone Systems display.) 

1 

Suggested Speaker: 

What does Systems Programminq Division hâve planned? 
Suggested Speaker: 

NPIC's use of computers. 

Suggested Speaker: 

Microcomputers - increasinq productivity in the home. 

Suggested Speaker: 

Technical Analysis and Display System (TADS)- 
Overview and the OSWR perspective. 

Suggested Speaker: . 

CAMS2 - OverView 

1 <1 

Suggested Speaker: 

Engineering Plans for the Future (including CP/M)/ 
Suggested Speaker: 


Word Processing - Agency's current and future use. 

Suggested Speaker 

Graphics — Current and Future use in the Agencv. 
(Examples and graphie displays) 


y- 


Suqgested Sneaker: 

20. Computer Systems in the Commun ity. 

(e.a., NSA, DTA, or Pentagon) 


Suqgested Speaker: 
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21. Update on the enhancements which will he macle to GIMS 
for the' CAMS2 project. 

Suqqested Speaker: 


22. VM/CMS - Structure and Future. 

Speaker : 

23. Production Division: IIow can they help you? 

Suqqested Speaker: 


STATINTL 


'24. Operations Plans for the Future. 

Suqqested Speaker: 


25. Data Cataloq 2. (What is it?) 

Suqqested Speaker: 

26. State of the Office 

(Suqqested topics to be covered): 
Speaker 

27. State of the Directorate. 

(Suqqested topics to be covered): 


STATINTL 


4 


Tentative Speaker: Harrv Fitzwater, PDA 

28. Manaqinq Stress. STATINTL 

Tentative Speaker 

29. Film entitled "Ilarassment in the Work place" 

Narra ted by: Ed Asner 

30. Current volatile political situation briefinq. 

(e.q. Poland, Eqypt, Afqhanistan, Libya) 

S ne ake r : DPI Analvst. 

31. Career Development and Personal Productivitv . 

Suqqested Speaker: 


Approved For Release 2001/08/07 : CIA-RDP83T00573R000400110001-8 


Approved For F^^ase 


2001/08/07 : CIA-RDP83T00573^0400110001-8 


Additional Top i es : 


Approved For Release 2001/08/07 : CIA-RDP83T00573R000400110001-8 


/ 


Approved ForMease 2001/08/07 : CIA-RDP83T0057»004001 10001-8 


Please place an X on the line preceding the topics you select. 


Data Processing Productivity STATINTL 


Tentative Speaker: 


Customer 'Services Staff - What can they do for you? 

= Suqgested Speaker: 

Automated Information Management System ( A IM ) . 

Sugges.ted Speaker 

Support for Analyst’s File Environment (SAFE). 

Its status, the DIA and DDI perspective. 

Suqgested Speaker: 

ADA Programming Languaqe. 

Suqgested Speaker:_ 

Office of Research and Development - Current 
and planned EDP research. J 

•i 

Suggested Speaker: _____^_ 

4C Commun ity Wide System. 

Its status and the OS' s perspective 

Suqgested Speaker 

■?- ‘ — “ 

Paper réduction goals in ODP and the use of the 
the Xerox 9700. 

Suggested Speaker: 

Trends in Computing. 


Soeaker : 


STATINTL 
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10. Message Processor System (MPS) - 

OverView and the DDI perspective. 

Suggested Speaker: . 

11. Discussion and display of the Delta Data 7260 's 

capabilities. (Tutorial and newly 
developed stand-alone Systems display.) 

Suggested Speaker: 

12. What does Systems Programming Division hâve planned? 

Suggested Speaker: 

13. NPIC's use of computers. 

Suggested Speaker: 

14. Microcomputers - increasing productivity in the home. 

Suggested Speaker: - 

15. Technical Analysis and Display System (TADS)- 

Overview and . the OSWR perspective. 

Suggested Speaker: 

16. CAMS2 - OverView 

Suggested Speaker: 

17. Engineering Plans for the Future (including CP/M). 

Suggested Speaker: 

18. Word Processing - Agency's current and future use. 

Suggested Speaker 

19. Graphics - Current and Future use in the Agencv. 

(Examples and graphie displays) 

Suggested Sneaker: 

20. Computer Systems in the Community. 

(e.g., NSA, DIA, or Pentagon) 

Suggested Speaker: 
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X 21. Update on the enhancements which will be made to GIMS 
for the CAMS2 project. 

Suqgested Speaker : 

22. VM/CMS - Structure and Future. 

Speaker: 

X 23. Production Division: I-Iow can they help you? 

Suqgested Speaker : 

24. Operations Plans for the Future. 

Suqgested Speaker: 

25. Data Catalog 2. (What is it?) 

Suqgested Speaker: 

X 26. State of the Office 

(Suggested topics to be covered): 

Speaker: 

27. State of the Directorate. 

.(Suggested topics to be covered ) : 

Tentative Speaker: Harry Fitzwater, PDA 
vX 28. Managing Stress. 

Tentative Speaker: 

29. Film entitled "Harassment in the Vo rk place" 

Uarrated by: Ed Asner 

30. Current volatile political situation briefing. 

(e.g. Poland, Egypt, Afghanistan, Libyaj 
Speaker: DPI Analvst. 

31. Career Development and Personal Productivitv . 

Suggested Speaker: 


STATINTL 


STATINTL 


OTE STATINTL 
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Additional Topics: 
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Please place, an X on the line preceding the topics you select. 

) 

1. Data Processing Productivity 

Tentative Speaker: 


X 


X 


4. 


5. 


7. 


8 . 


9. 



STATINTL 


2. Cdstomer Services Staff - What can they do for you? 

Suqgested Speaker: 

3. Automated Information Management System ( AIM ) . 

. Suqgested Speaker 


Support for Analyst's File Environment (SAFE). 
I t s status, the DIA and DDI perspective. 

Suqgestèd Speaker: 

ADA Programming Language. 

Suqgested Speaker: 


6. Office of Research and Development - Current 
and planned EDP research. 

i 

Suggested Speaker: 


4C Commun ity Wide System. 

Its status and the OS's perspective 
Suggested SDeaker 


O* 


Paper réduction goals in ODP and the use of the 
the Xerox 9700. 

Suggested Speaker: 

Trends in Computing. 

SPO 


STATINTL 
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10 . 


Message Processor System (MPS) - 

OverView and the DDI perspective. 
Suqqested Speaker: 


11 . 


Discussion and display of the Delta Data 7260's 
• capabilities. (Tutorial and newly 
developed stand— alone Systems display.) 

Suggested Speaker: 


12 , 


13. 


14. 


15. 


16. 


17. 


IP. 


19. 


Khat does Systems Programminq Division hâve planned? 

Suggested Speaker: 

.'IP IC ' s use of computers. 

Suggested Speaker: 

Microcomputers - increasing productivity in the home. 

Suggested Speaker:_ 

Technical Analysis and Display System (TADS)- 
Overview and the OSWR perspective. 

Suqgested Speaker: 

CAMS2 - OverView 

Suggested Speaker: 


Engineering Plans for the Future (including CP/M). 
Suggested Speaker: 


vord Processing - Agency's current and future use. 
Suggested Speaker 


Graphics - Current and Future use in the Agency. 
(Examples and graphie displays) 

Suqgested SDeaker: 


20 . 


Computer Systems in the Communitv. 
(e.q. f MSA, DTA, or Pentaqon) 
Suqgested Speaker: 
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21 . 


Update on. the enhan^’ments which will he made to G IMS 
for the CAMS2 project. 

Suggested Speaker: 


22 . 


23. 


24. 


25. 


26. 


VM/CMS - Structure and Future. 

Speaker: 

Production Division: How can they help you? 

Suggested Speaker: 


STATINTL 


Oœrations Plans for the Future. 

Suggested Speaker: 


27. 


Data Catalog 2. (What is it?) 

Suggested Speaker: 

State of the Office 

(Suggested topics to be covered): 
Spe ake r 

State of the Directorate. 

(Suggested topics to be covered): 


STATINTL 


28. 


29. 


30. 


31. 


Tentative Speaker: Harrv Fitzwater, PDA 
Managing Stress. 

Tentative Speaker STATINTL 
Film entitled "Ilarassment in the Norkolace" 

Narra ted by: Ed Asner 

Current volatile political situation briefing. 

(e.g. Poland, Egypt, Afghanistan, Libya) 

Speaker: DPI Analvst. 

Career Development and Personal Product ivity . 

Suggested Speaker: 
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Please place an X on the line preceding the topics you select. 

1. Data Processing Productivity 
Tentative Speaker: 

2. Customer Services Staff - What can they do for you? 

Suggested Speaker: 

3. Automated Information Management System (AÏM). 

Suggested Speaker 

4. Support for Analyst's Pile Environment (SAFE). 

Its status, the DIA and DDI perspective. 

Suggested Speaker: 

5. ADA Programming Language. 

Suggested Speaker: 

6. Office of Research and Development - Current 
and planned EDP research. 

Suggested Speaker: 

7. 4C Commun ity Wide System. 

Its status and the OS's perspective 

Suggested Speaker 

8. Paper réduction goals in ODP and the use of the 
the Xerox 9700. 

Suggested Speaker: 

9. Trends in Computing. 

Speaker: STATINTL 




STATINTL 
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10. Message Processor System (MPS) -- 

OverView and the DDI perspective. 

Suggested Speaker: 

11. Discussion and display of the Delta Data 7260 's 

capabilities. (Tutorial and newly 
developed stand-alone Systems display.) 

Suggested Speaker: 

12. What does Systems Programming Division hâve planned? 
• Suggested Speaker: 

13. NPIC's use of computers. 

Suggested Speaker: ' 

14. Microcomputers - increasing productivity in the home. 

Suggested Speaker: 

15. Technical Analysis and Display System (TADS)- 

Overview and the OSWR perspective. 

Suggested Speaker: 

16. CAMS2 - OverView 

Suggested Speaker: 

17. Engineering Plans for the Future (including CP/M). 

Suggested Speaker: 

18. Word Processing - Agency's current and future use. 

Suggested Speaker 

19. Graphics - Current and Future use in the Agency. 

(Examples and graphie displays) 

Suggested Speaker: 

20. Computer Systems in the Commun ity. 

(e.q., MSA, DIA, or Pentaqon) 

Suggested Speaker: 
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21 , 


X 


< 




X 

X 


22 , 


23, 


24, 


25, 


26, 


27, 


28, 


29, 


30. 


31, 


Update on the enhancements which will be made to GIMS 
for the CAMS2 project. 

Suqgested Speaker: 


VM/CMS - Structure and Future. 

Speaker: ' kl 


SPD 


STATINTL 


Production Division: I-Iow can they help vou? 

Suqgested Speaker: 


Operations Plans for the Future. 

Suqgested Speaker: 


Data Catalog 2. (What is it?) 

Suqgested Speaker: 

State of the Office 

(Suggested topics to be covered): 

Speaker:_J^||^|mmm 

State of the Directorate. 

(Suggested topics to be covered): 


STATINTL 


Tentative Speaker: Harry Fitzwater, PDA 
Managing Stress. 

Tentative Speaker 

Film entitled "Harassment in the r \ 7 ork place" 
Marrated by: Ed Asner 

Current volatile political situation briefing, 
(e.g. Poland, Egypt, Afghanistan, Libya) 
Speaker: DPI Analyst. 

Career Development and Personal Productivity . 

Suggested Speaker: . 


STATINTL 
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Additional Topics: 



? 
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